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CIVILIAN E:,<PLOYI.T.NT BOARD 

Minutes of Meeting Held 
4 February 1947, Roorr 117, Iiq. 
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PRESENT i 

Colonel George A, Richer 
Lt . Colonel John f. Libby 
lift, lor Us rtill D. Jonos 
Mr. fark Rhocds 


Ur, Frank E. Rowlett 
Lr. Abraham Sinkov 
Mr. L. Glenn Sterlin 


1. TIILLIA’i A. FLETCHER - CHARGES OF INEFFICIENCY 

Mr. Starlin indicated that the additional information which br. Fletcher was to 
have presented to the Board by 3 February had not. been received and, or bed been 
previously decided, the Board tcbb meeting to decide the case on the beeie of present 
evidence. After discussion of both fir. Fletcher‘8 written and oral anEwer to the 
charges as advanced by ”LGAS 70 in letter of 4 December 3946, it was the opinfon of 
the Board that the answers were not setiefactory refutations cf the charges and that 
present evidence Justified the charges as advanced. Mr. Rowlett stated thrt it was 
obvious that Mr. Fletcher couldn’t write a proper specification and moved, therefore, 
that the charges of inefficiency la sustained and that -Vr . Fletcher be separated for 
inefficiency in Rccoi^dance rith Civil Service and w ar Department rulee and regulations. 
Colonel Bjcher asked of the employee’s right of appeel and length of notice before 
final action. Paragraphs pertaining to these were read from the I ederal Personnel 
Manuel end Civilian Personnel Regulation No. 6C. A vote was then taken on the motion 
lefore the Board err* it was carried unanimously. 

The Eoard directed that 10 fare}) 1947 be set as the dele of separation for i.r. 
Fletcher and that the decision of the Board be reviewed by the Chief of the Agency 
before any letter bo sent to l"r. Fletcher. 


D. GLENN STARLIN 
Chairman, Civilian 
Employment Board 
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